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RUR-U.  RLEGTRIRICATIOK  AEGIIRI  STRATI  OR 


PROGRESS  3ULLSTIR  February  7,  1938 

GEREioAL  - RO.  33. 


RFLA  today  announced  the  follovving  allotments: 


COLORARO  7 RESA 

Grand  Valley  Rural  Power  Lines, 
Inc.  , 

Grand  Jun c t i o n , Colo. 

(Ivan  V/.  Patterson, 

Project  Superintendent) 


Allotment  of  $5,000  to  complete  the  project 
and  to  defray  certain  expenses  connected  with 
the  initial  opei'ations  of  the  project  which  cannot 
he  ©-overed  oy  the  cons tmict ion  loan.  The  nroject 
previo'asly  has /been  allotted  $165,000  to  build 
163  miles  of  line  to  serve  about  730  customers 
in  Mesa- County. 


ILLIROIS  08  CRAMFAIGR 
Illii.i  Electric  Cooperative, 
Champaign,  Illinois 
(C.  V.  Sv.'vnson,  Correspondent) 


Allotment  of  $186,000  to  "build  aporoximately  173 
miles  of  line  to  serve  about  447  customers  in 
Ghejrpaign,  McLean  a.nd  Ford  Counties.  The  source 
of  power  will  "'oe  the  Central  Illinois  Public 
Service  Company  'with  an  average  rate  of  1.22^ 
ner  fcwh. 


ICIA  9 SCOTT 

Easto.rn  Iowa  Light  and  Power 
Cooper-vtive, 

Lavonpor t , Iowa 
(Chester  Lake,  Sunervisor) 


Allotment  of  $50,000  to  complete  the  project  apd 
to  defray  certa-in  expenses  connected  with,  the 
initial  operations  of  tne  uroject  which  cannot 
be  covered  oy  the  construction  loan.  The  project 
previously  "n-as  "been  allotted  $722,712  to  build 
576  miles  of  line  to  serve  about  1,4-02  custciriers 
in  Scott,  Muscatine,  Louisa,  C-edar,  Clinton, 
Johnson,  Jones  and  Linn  Counties,  and  $27,000 
to  provi-le  for  a wiring  and  pluinbing  loan  for 
116  Gustoriiers. 


IOWA  14  HJMBOLCT 

Humboldt  County  Rural  Electric 

Co ore rati VC , 

Hurnb  o 1 c t , I o wa 

(John  H.  Scoltock,  Project  Siipt.) 


Allotment  o'"  $32,000  to  build  approximately  25 
miles  of  line  which  ha.s  been  engineered.  The 
project  has  previously  been  allotted  $245,000 
to  build  259  miles  of  line  to  serve  a.boict  680 
customers  in  Hossuth,  Pocahontas,  Humboldt  a-nd 
Fobster  Counties,  and  $10,000  to  linanco  wiring 
and  plumbing  install-ations  for  about  100  customers, 


MARiLARI)  4 ST.  KIRYS 
Southoric  Maryla-ud  Tri-County 
Cooperative  Ass'n,  Inc., 
170100X1-.  , Maryland 
(Hendoll.  M.  Fieod,  Fresidert) 


Allotment  of  $7,500  to  complete  the  project  and 
to  defray  certain  expenses  con’mected  with  the 
initial  ojeerations  of  the  proi'''Ct  which  cannot 
be  covered  by  the  construction  loan.  Tho  project 
previously  "has  boon  .allot  ted  $i.65 ,000  to  build 
165  miles  of  line  to  servo  about  600  customers 
in  St.  Marys,  Charles  and  Prince  Goorgo-s  Counties, 
a.nd  $50,000  to  construct  ii  generating  plant. 
$10,000  T^reviously  was  allotted  to  finance  house 
wiriiig  a.nd  plumbing  installations  for  about 
150  customers. 

/ 
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L^ORTH  DAKOT.4.  11  C.A.S5 

Cass  County  Slsctric  Cooncrativo . 

Inc . , ", 

Kindred,  iforth  Dakota 

(ivla,?:  Strohlow,  Fro;] net  Supt.) 


Allotment  of  $60,772  to  ©omplete  the  project 
and  to  defray  certain  expenses  connected  with 
the  initial  operations  of  the  project  which 
cannot  be  covereni  by  the  construction  loan,  and 
to  construct  an  additional  25^  miles  of  now 
lines  in  Cass  and  Barnes  Connties.  The  project 
previcTisly  has  been  allotted.  $500,772  to  bnild 
457  miles  of  line  to  servo  aboi^t  1,254  customers 
in  Cass,  Richland,  Barnes  and  Traill  Counties,  | 
and  $10,000  to  finance  house  waring  iirA  nl-.imbin,:^ 
ins tci.l lat ions  for  about  65  customers..  The  source 
of  power  is  the  municipal  plant  of  Falloy  City 
with  an  avera,i;y  rate  of  l.ll^z^  per  Icwh. 


OHIO  39  PI KB 

Intcr-Coxinty  Rural  Electric 
Coopei'ativo , Inc., 

Hillsboro,  Ohio 

(Victor  Hiller,  Project  Supt.) 


Allotment  of  $6,000  to  complete  the  project  and 
tc  defray  certain  ei-rpenses  connected  with  the 
initial  operations  of  the  project  which  cannot 
be'  covered  by  the  construction  loan.  The  project 
previously  has  been  o.llottcd  $376,200  to  build 
300  miles  of  lino  to  serve  about  SOO  customers 
in  Clinton,  Highland,  Ross,  Ea-vetto  end  Adams 
Counties. 


OHIO  60  SEEECA 
Horth  Central  Earn  Bureau 
Electric  Cocpei'ative , Inc., 
Tiffin,  Ohio 

(Pl.  J,  Williams,  Project  Supt.) 


Allotment  of  $11.0,000  to  mrild,  appro xl.natoly 
100  miles  of  line  to  serve  about  262  customers 
in  Seneca,  cand  Wyandot  Cou.nties.  The  project 
previously  has  been  allotted  $270,000  to  build 
275  miles  of  line  to  servo  about  935  customers 
ill  Seneca.,  Cra,wford,  Wood,  Huron  and  Wyandot 
Co\inties,  and  $5,000  to  finance  house  wiring  and 
plumbing  ins tavllait ions  for  55  .customers. 


OHIO  84  CARIiOLL 

C.arroll  Electric  Cooperative, 

Inc.  , 

Bellrny,  Ohio. 

( Frank  Fi she 1 , Pres i dent ) 


Allotment  of  $132,000  to  build  apnroxiraatoly 
135  miles  of  line  to  serve  aibout  .367  customers 
in  Carroll  County.  The  sou.rce  of  power  will  be  ' 
the  Hi.aerva  Hiinicipa.l  Plant  or  the  Ohio  Fu^ver 
Company. 


TENNESSEE  22  GIB3CH 
City  ox  kilan, 

Mi Ian , Tennessee 
( J . M . C r 0 3 we 1 1 , Ha j or) 


Allotment  of  $4,000  to  a.dd  4 addition.?.!  miles 
of  line  to  the  nroject,  which  consists  of  33 
miles  of  line  to  servo  about  203  customers  in 
Cibson  and  Ca.rroll  Counties.  The  original 
Cvllotment  wa,3  $40,000.  The  so'ii’cc  of  power  is 
EVA  at  TVA  rates. 


TEXAS  41  PAN0L.A 
F ano  la.- Ear  r i s o n Electric 
Coouer.c.tiv j , Inc.  , 

Elysian  Fields,  T.;xas 
. (T.  E.  Stephenson,  Project  Supt.) 


Allotment  of  $5,000  to  complete  the  project  and 
to  defray  certain  expenses  connected  with  the 
initial  ouorations  of  the  project  which  c.'’.nnot 
bo  covered  by  the  construction  loan.  Tho 
project  w'.?u  previously  allotted  $30,000  to  ouild 
84  miles  of  line  to  serve  a.bout  411  customers 
in  Panola  and  Harrison  Counties. 


■TSX:A3  54  170013 

’^or,a  Covs:t-j  Lloctric  Coo^j'Tu.tivc , 
I I'i  c . , 

Quitir-r-.n,  TG:cr.is 

(j.  W.  ...orncch’’,  Prcs.idont) 


■Al?.otr::Gnt  of  $303,000  to  'b-aild  approxia^^toly 
108  miloc.  of  line  to  servo  odont  433  co.storners 
in  'tTood  County. 


YIIdilNlA  30  PPirOi:  TIT, LIAM- 

Bu]  1 Bran  Fo"'u:r  Company, 

■Oir.a.so ns  , Vir 

(a.  a.  Ilooff,  President) 


Allotment  of  $36,000  to  Itiild  o.ppronimntol;.^  36 
miles  of  lino  to  servo  oPoout  155  c-’ustomors  in 
Prinoc  William  and  Fo-irfax  Counties.  Th.o 
project  previously  has  he  on  <allotted  $56,000 
to  Du.ild  alout  60  mil  os  of  line  to  serve  ahout 
323  customers,  and  $30,000  to  build’ a jonoratin,p 
plant,  ’hhich  is  the  source  of  povor. 


VIPGiriA  27  KOPTOWAY 
Southsido  Blc-ctric  Cooper.'uti ve, 
Blp.chstone , Virginia 
(Charles  S,  Hooper,  Project 
■ Suporin.tondent) 


Allotnie^.t  of  $67,000  to  build  appromimatoly  67 
miles  of  line  to  servo  a,bout  383  customers  in 
Charlotte  and  Prince  Sd-vvard  Counties.  Tho 
orojoct  previously  has  been  allotted  $158,000 
to  build  130  miles  of  lino  to  sci-vc  about  333 
cti.stomers  in  Bruns'.'/ick,  Diunviddic,  -hnelio., 
L'uionburg  '■.nd  Fotto’.va,y  Counties,  and  $15,000 
to  fin'O-nce  hoiise  \7iring  and  plumbing  installations 
for  eh  out  100  cu..  toners.  The  source  of  power 
is  the  Virginia  piublic  Service  Company  with  an 
average  rate  of  1.35^  per  Irwh. 


pFCIPI.a  29  HHI.50H 
'Central  Virginia  HlectrLc 
Coop'''rahive, 

Lovingston,  Virginia 

(Lewis  A.  Press,  Project  Supt.) 


.Allot’mont  of  $20,000  to  build  approximately  14 
miles  of  line  to  serve  about  50  customers  in 
Appoma.tox  County,  and  to  fino.nco  the  construc- 
tion o:^  a sub-sta,tion  at  Appomatox.  The  project 
proviousl;'-  has  been  allotted  $100,000  to  build 
129  railcs  of  lino  to  serve  about  391  c^.xstomcrs 
in  nelson,  Hockbridge,  Amherst,  Appomatox  and 
-ilbermarlc  Counties.  The  source  of  xxowor  is 
the  Virginia  Public  Service  Company  with  a.n 
raverage  rate  of  1.35d  per  ir/h. 


(FOP  WIHIHC) 


GEOAGIA  63  GllvbV 

Grady  County  Fl-ectric  Ass'n, 

Cairo,  Georgia 

( I'l . W , St an’f  ill,  Project  Sup t . ) 


Allotment  of  $10,000  to  firj.ance  house  -wiring  and 
plumbing  installations  for  about  150  c-astomers. 

The  project  preyiou.sly  hon  been  allotted  $75,000 
to  build  S5.G  miles  of  line  tc  serve  a.bou.t  2G3 
customers  in  Grady,  Mitcliell  a,nd  Decatur  Cor'jnties. 


^^SGQNSIN  27  BTJF17.1L0 
©pffhlo  Electric  Cooperrative 


.lAlnia.,  Wisconsin 


(Edwin  A.  Kaouser,  Project  Supt.) 


Allotment  of  $5,000  to  finance  house  wiring  and 
plumbing  ins ta.llat ions  for  about  50  customers. 

Itie  project  previously  has  been  allotted  $360,000 
to  build  363  miles  of  lino  to  servo  about  794 
customers  i-n  E-iffalo  and  Troi:raea..ler.u  Co’ui'’.ties , 


- flSCO-'SIM  49  DHHM 

Dunn  County  Electric  Coop. , 

llenomonie,  Wisconsin 

(Martin  B.  Rotnem,  Project  Supt.) 


Allotment  of  $15,000  to  finance  house  wiring  and 
plumbing  installations  for  about  150  customers. 
The  project  previously  has  been  allotted  $155,000 
to  build  145  miles  of  lino  to  serve  abcn.it  450 
customers  in  Ciiip’powa,  I>-4.nn,  Eau  Clabre,  Pepin 
and  Pierce  Counties. 


